MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  12  Township:  10  North  Range:  2  West  Corner  ID:  BeBl  W-09 

Monument  Description  &  Remarks:  R.R.  Spike  4"  below  ground.  Survey  Sign  5.5ft  above  ground 
at  pt.  B 

References  On  File:  James  Zimmer  survey,  Alan  Backler  (2009),  on  file  in  Recorder  Office 
(Instrument  no.  200915282)  cabinet  S2,  envelope  19 
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